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prolylcarboxypeptidase activity in monkey kidney 
670(1995)152 


Determination of plasma activities of purine nucleoside 
phosphorylase by high-performance liquid chromatography: 
estimates of nonparenchymal cell injury after porcine liver 
transplantation 670(1995)332 


GG167 

Automated high-performance liquid chromatographic 
method for the determination of a neuraminidase inhibitor 
(GG167) in human serum by pre-column fluorescence 
derivatisation using benzoin 670(1995)279 


Glucocorticosteroids 

Rapid and efficient method for extraction and separation of 
glucocorticosteroids and sex steroids from urines 
670(1995)373 


Glutathione 

Determination of intracellular glutathione in human 
skeletal muscle by reversed-phase high-performance liquid 
chromatography 670(1995)29 


Glycine conjugate 

Liquid chromatographic—atmospheric pressure chemical 
ionization mass spectrometric analysis of glycine conjugates 
and urinary isovalerylglycine in isovaleric acidemia 
670(1995)317 


Glycosaminoglycans 

High-performance liquid chromatographic identification of 
eight constitutional disaccharides from heparan sulfate 
isomers digested with heparitinases 670(1995)3 


Guggulsterone 

Sensitive high-performance liquid chromatographic assay 
method for the determination of guggulsterone in serum 
670(1995)173 


Haemoglobin 
Mass spectrometric analysis of haemoglobin adducts formed 
by methyl bromide in vitro 670(1995)349 


Haemoglobin, glycated 

Protein—boronic acid conjugates and their binding to low- 
molecular-mass cis-diols and glycated hemoglobin 
670(1995 )37 


Heparan sulphate 

High-performance liquid chromatographic identification of 
eight constitutional disaccharides from heparan sulfate 
isomers digested with heparitinases 670(1995)3 


Heparin 

Heparin-immobilized polyhydroxyethylmethacrylate 
microbeads for cholesterol removal: a preliminary report 
670(1995)157 


Heparitinases 

High-performance liquid chromatographic identification of 
eight constitutional disaccharides from heparan sulfate 
isomers digested with heparitinases 670(1995)3 


Histamine 

Development of an assay for histamine using automated 
high-performance liquid chromatography with 
electrochemical detection 670(1995)199 


5-Hydroxylesopitron 

Automated high-performance liquid chromatographic assay 
for lesopitron, a novel anxiolytic, in human plasma using 
on-line solid-phase extraction 670(1995)103 


5-Hydroxysulphadiaze sulphate 

Isolation, identification and determination of sulfadiazine 
and its hydroxy metabolites and conjugates from man and 
Rhesus monkey by high-performance liquid 
chromatography 670(1995)111 


4(5)-Hydroxysulphadiazine 

Isolation, identification and determination of sulfadiazine 
and its hydroxy metabolites and conjugates from man and 
Rhesus monkey by high-performance !iquid 
chromatography 670(1995)111 


5-Hydroxysulphadiazine glucuronide 

Isolation, identification and determination of sulfadiazine 
and its hydroxy metabolites and conjugates from man and 
Rhesus monkey by high-performance liquid 
chromatography 670(1995)111 


Hypoxanthine 

Automated determination of hypoxanthine and xanthine in 
urine by high-performance liquid chromatography with 
column switching 670(1995)376 
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lobitridol 
High-performance liquid chromatographic determination of 
iobitridol in plasma, urine and bile 670(1995)369 


Irinotecan 

High-performance liquid chromatographic determination of 
irinotecan (CPT-11) and its active metabolite (SN-38) in 
human plasma 670(1995)309 


Isoniazid 

High-performance liquid chromatographic analysis of the 
antituberculosis drugs aconiazide and isoniazid 
670(1995)259 


Isovalerylglycine 

Liquid chromatographic—atmospheric pressure chemical 
ionization mass spectrometric analysis of glycine conjugates 
and urinary isovalerylglycine in isovaleric acidemia 
670(1995)317 


Lamotrigine 

Simple and rapid analysis of lamotrigine, a novel 
antiepileptic, in human: serum by high-performance liquid 
chromatography using a solid-phase extraction technique 
670(1995 )354 


Lesopitron 

Automated high-performance liquid chromatographic assay 
for lesopitron, a novel anxiolytic, in human plasma using 
on-line solid-phase extraction 670(1995)103 


Leucomalachite green 

Particle beam liquid chromatography—mass spectrometry of 
triphenylmethane dyes: application to confirmation of 
malachite green in incurred catfish tissue 670(1995)55 


Linoleate 

High-performance liquid chromatography with mercury 
cathode electrochemical detection: application to lipid 
hydroperoxide analysis 670(1995)189 


Lipid hydroperoxides 

High-performance liquid chromatography with mercury 
cathode electrochemical detection: application to lipid 
hydroperoxide analysis 670(1995)189 


Lutein dehydration products 

Isolation, structural elucidation, and partial synthesis of 
lutein dehydration products in extracts from human plasma 
670(1995)219 


Malachite green 

Particle beam liquid chromatography—mass spectrometry of 
triphenylmethane dyes: application to confirmation of 
malachite green in incurred catfish tissue 670(1995)55 


Melanotan 

High-performance liquid chromatographic assay for 
Melanotan-1 ({Nle*-DPhe’ ]a-melanocyte-stimulating 
hormone) in biological matrices 670(1995)235 


(—)-Menthy! chloroformate 

Assay of tocainide enantiomers in plasma by solid-phase 
extraction and indirect chiral high-performance liquid 
chromatography after derivatization with (—)-menthyl 
chloroformate 670(1995)243 


Methamphetamine 

Simultaneous determination of amphetamine, 
methamphetamine, 3,4-methylenedioxyamphetamine and 
3,4-methylenedioxymethamphetamine in human hair by gas 
chromatography—mass spectrometry 670(1995)162 


Methyl! bromide 
Mass spectrometric analysis of haemoglobin adducts formed 
by methyl bromide in vitro 670(1995)349 


3,4-Methylenedioxyamphetamine 

Simultaneous determination of amphetamine, 
methamphetamine, 3,4-methylenedioxyamphetamine and 
3,4-methylenedioxymethamphetamine in human hair by gas 
chromatography—mass spectrometry 670(1995)162 


N-Methylsalsolinol 

Determination of the (R)- and (S)-enantiomers of salsolinol 
and N-methylsalsolinol by use of a chiral high-performance 
liquid chromatographic column 670(1995)47 


Moexipril 

Simultaneous determination of moexipril and moexiprilat, 
its active metabolite, in human plasma by gas 
chromatography—negative-ion chemical ionization mass 
spectrometry 670(1995)81 


Moexiprilat 

Simultaneous determination of moexipril and moexiprilat, 
its active metabolite, in human plasma by gas 
chromatography-negative-ion chemical ionization mass 
spectrometry 670(1995)81 


Muramic acid 
Determination of muramic acid in organic dust by gas 
chromatography—mass spectrometry 670(1995)167 


Neuraminidase inhibitor 

Automated high-performance liquid chromatographic 
method for the determination of a neuraminidase inhibitor 
(GG167) in human serum by pre-column fluorescence 
derivatisation using benzoin 670(1995)279 


Neutral endopeptidase 

Quantification of a dual angiotensin I-converting enzyme-— 
neutral endopeptidase inhibitor and the active thiol 
metabolite in dog plasma by high-performance liquid 
chromatography with ultraviolet absorbance detection 
670(1995)91 


[Nle*-DPhe’]a-Melanocyte stimulating hormone 
High-performance liquid chromatographic assay for 
Melanotan-1 ({Nle*-DPhe’ ]a-melanocyte-stimulating 
hormone) in biological matrices 670(1995)235 
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Norepinephrine 

Routine high-performance liquid chromatographic 
determination of myocardial interstitial norepinephrine 
670(1995 )328 


Oleate 

High-performance liquid chromatography with mercury 
cathode electrochemical detection: application to lipid 
hydroperoxide analysis 670(1995)189 


Phenytoin 

Phenytoin free fraction determination: comparison of an 
improved direct serum injection high-performance liquid 
chromatographic method to ultrafiltration coupled with 
fluorescence polarization immunoassay 670(1995)358 


Phosholipid hydroperoxides 

High-performance liquid chromatography with mercury 
cathode electrochemical detection: application to lipid 
hydroperoxide analysis 670(1995)189 


Phosphatidylcholine 

High-performance liquid chromatography with mercury 
cathode electrochemical detection: application to lipid 
hydroperoxide analysis 670(1995)189 


Phylloquinone 

Determination of vitamin K, in serum using catalytic- 
reduction liquid chromatography with fluorescence 
detection 670(1995)209 


Polyhydroxyethylmethacrylate microbeads 
Heparin-immobilized polyhydroxyethylmethacrylate 
microbeads for cholesterol removal: a preliminary report 
670(1995)157 


Prazosin 

High-performance liquid chromatography using 
electrochemical detection for the determination of prazosin 
in biological samples 670(1995)177 


Prolylcarboxypeptidase 

High-performance liquid chromatographic determination of 
prolylcarboxypeptidase activity in monkey kidney 
670(1995)152 


S(—)-2-(N-Propyl-N-2-thienylethylamino)-5-hydroxytetralin 
Development and validation of a gradient reversed-phase 
high-performance liquid chromatographic assay for S(—)-2- 
(N-propyl-N-2-thienylethylamino)-5-hydroxytetralin (N- 
0923) from a transdermal delivery system 670(1995)299 


Proteins 

Protein—boronic acid conjugates and their binding to low- 
molecular-mass cis-diols and glycated hemoglobin 
670(1995)37 


Mass spectrometric analysis of haemoglobin adducts formed 
by methyl bromide in vitro 670(1995)349 


Purine nucleoside phosphorylase 

Determination of plasma activities of purine nucleoside 
phosphorylase by high-performance liquid chromatography: 
estimates of nonparenchymal cell injury after porcine liver 
transplantation 670(1995)332 


Salsolinol 

Determination of the (R)- and (S)-enantiomers of salsolinol 
and N-methylsalsolinol by use of a chiral high-performance 
liquid chromatographic column 670(1995)47 


Selenium 

Enriched stable isotopes of elements used as tracers: 
methods of presenting high-performance liquid 
chromatographic—inductively coupled argon plasma mass 
spectrometric data 670(1995)63 


Silibinin 

Two high-performance liquid chromatographic assays for 
the determination of free and total silibinin diastereomers 
in plasma using column switching with electrochemical 
detection and reversed-phase chromatography with 
ultraviolet detection 670(1995)267 


SN-38 

High-performance liquid chromatographic determination of 
irinotecan (CPT-11) and its active metabolite (SN-38) in 
human plasma 670(1995)309 


Staurosporine 
Development of a high-performance liquid chromatographic 
method for the analysis of staurosporine 670(1995)125 


Steroids 

Rapid and efficient method for extraction and separation of 
glucocorticosteroids and sex steroids from urines 
670(1995)373 


Strychnine 

Comparison of reversed-phase and ion-pair chromatography 
for the determination of strychnine in animal tissues 
670(1995)73 


Sulphadiazine 

Isolation, identification and determination of sulfadiazine 
and its hydroxy metabolites and conjugates from man and 
Rhesus monkey by high-performance liquid 
chromatography 670(1995)111 


Determination of sulphonamides in human urine by azo 
dye precolumn derivatization and micellar liquid 
chromatography 670(1995)183 


Sulphaguanidine 

Determination of sulphonamides in human urine by azo 
dye precolumn derivatization and micellar liquid 
chromatography 670(1995)183 
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Sulphamethizole 

Determination of sulphonamides in human urine by azo 
dye precolumn derivatization and micellar liquid 
chromatography 670(1995)183 


Sulphamethoxazole 

Determination of sulphonamides in human urine by azo 
dye precolumn derivatization and micellar liquid 
chromatography 670(1995)183 


Sulphathiazole 

Determination of sulphonamides in human urine by azo 
dye precolumn derivatization and micellar liquid 
chromatography 670(1995)183 


Sulphonamide 

Determination of sulphonamides in human urine by azo 
dye precolumn derivatization and micellar liquid 
chromatography 670(1995)183 


TCV-116 

Development and validation of column-switching high- 
performance liquid chromatographic methods for the 
determination of a potent AII receptor antagonist, TCV- 
116, and its metabolites in human serum and urine 
670(1995 )287 


Thioxanthone derivative 

A column-switching high-performance liquid 
chromatographic assay for a novel cytotoxic thioxanthone 
derivative (WIN 33377) in mouse plasma with toxicokinetic 
results from a mouse LD,, study 670(1995)145 


Tocainide 

Assay of tocainide enantiomers in plasma by solid-phase 
extraction and indirect chiral high-performance liquid 
chromatography after derivatization with (—)-menthyl 
chloroformate 670(1995)243 


Triphenylmethane dyes 

Particle beam liquid chromatography—mass spectrometry of 
triphenylmethane dyes: application to confirmation of 
malachite green in incurred catfish tissue 670(1995)55 


Vitamin K, 

Determination of vitamin K, in serum using catalytic- 
reduction liquid chromatography with fluorescence 
detection 670(1995)209 


WIN 33377 

A column-switching high-performance liquid 
chromatographic assay for a novel cytotoxic thioxanthone 
derivative (WIN 33377) in mouse plasma with toxicokinetic 
results from a mouse LD,, study 670(1995)145 


WR 283, 605 

Quantification of the individual enantiomer plasma 
concentrations of the candidate antimalarial agent N*-[2,6- 
quinolinyl]-1,4-pentanediamine (WR 238,605) 670(1995)251 


Xanthine 
Automated determination of hypoxanthine and xanthine in 
urine by high-performance liquid chromatography with 
column switching 670(1995)376 


Zinc 

Enriched stable isotopes of elements used as tracers: 
methods of presenting high-performance liquid 
chromatographic—inductively coupled argon plasma mass 
spectrometric data 670(1995)63 


